CHITTORE.
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Cliittore is a square tower, over 100 feet in height. Far from presenting a
uniform appearance, this tower, which has nine storeys, is profusely ornamented
with balconies, projecting cornices, and mouldings, which break the monotony of

the straight lines and reader it singularly beautiful Statues *md ornaments
decorate it inside and out> and every god of the Hindoo Olympus is there
represented. The ninth storey is a lantern-tower, surmounted by a modern